TABLE 1-19  (Continued)

Company and Location

Union Oil Company of California
Lemont, 111.

Union Pacific Corp.
Corpus Christi, Tex.

United States Steel
Clairton, Pa.
Geneva, Utah

TOTAL

1978

Capacity,

10 metric tons

60

100

30
3

5,192

1978

Estimated
Production,
103 metric tons

50

80

20
3

4,205

Raw
Material

Catalytic  reformate

Catalytic reformate

Coke-oven light oil
Coke-oven light oil

Ui

oo

*From Mara et al., 1979.  Production data derived based on data from U.S. International
Trade Commission, 1979.